Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 WARSAW 01104 271525Z 
67 

ACTION EUR-06 

INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /014W 

054205 

R 271424Z FEB 74 
FM AMEMBASSY WARSAW 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7871 
AMEMBASSY BUCHAREST 
AMEMBASSY BUDAPEST 
AMEMBASSY PRAGUE 
AMEMBASSY VIENNA 
AMCONSUL POZNAN 

UNCLAS WARSAW 1104 

EO 11652: N/A 
TAGS: BEXP, PL 

SUBJECT: HOSPITAL/MEDICAL EQUIPMENT TECHNICAL SEMINAR 
REF : USDOC 2306 
COMMERCE FOR BEWT/OIM 
VIENNA FOR EWTC 

1. EMBASSY HAS CAREFULLY CONSIDERED POSSIBILITY OF 
ACCEPTING SUBJECT TECHNICAL SEMINAR, BUT FINDS THAT 
ITS RESOURCES WILL BE TOO HEAVILY COMMITTED TO 
PREPARATIONS FOR POZNAN FAIR (JUNE 9-18), AS WELL 

AS PREPARATIONS AND FOLLOW-UP FOR SEVERAL TRADE MISSIONS 
TO HANDLE TECHNICAL SEMINAR DURING THIS PERIOD. ALSO, WE 
BELIEVE PROBLEM OF MARKET SATURATION MIGHT WELL ARISE IN VIEW OF 
ALREADY SCHEDULED BIOMEDICAL MISSION. 

2. SHOULD FIRMS PARTICIPATING ELSEWHERE IN THE 
SEMINAR WISH TO FORWARD PRODUCT LITERATURE, WE WILL 
ENDEAVOR TO TEST MARKET FOR THEIR EQUIPMENT AND 
TECHNOLOGY IN THE COURSE OF PREPARATIONS FOR BIOMEDICAL 
MISSION AND REPORT OUR FINDINGS TO COMMERCE. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974WARSAW01 104 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: WARSAW 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974024/aaaaadux.tel 

Line Count: 61 
Locator: TEXT ON-LINE 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: USDOC 2306 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 05 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 MAR 2002 by elbezefj>; APPROVED <01 MAY 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HOSPITAL/MEDICAL EQUIPMENT TECHNICAL SEMINAR 
TAGS: BEXP, PL 
To: STATE 
Type: TE 
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